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KEEP THESE INSTRUCTIONS FOR FUTURE REFERENCE 



WELCOME 



Thank you for choosing the Soleus Air De humidifier to provide you and your family with all of the "Home 
Comfort 4 ' requirements for your home, cottage or office This Owner's manual will provide you with 
valuable information necessary for the proper care and maintenance of your new dehumidifier If properly 
maintained, your Soleus Air Dehumidifier w II give you many years of trouble free operation Please 
lake a few moments and read the instructions thoroughly and familiarize yourself with all the operational 
aspects of this dehumidifier 

Your Soleus Air Dehumidifier is a multi-functional room air-exchanging, air-piocessing appliance, 
designed to offer you the functions of: dehumicifying, healing, and independent fan. NOTE: Healing not 
applicable on all models. This unil can be conveniently moved from room to room within your home and 
set-up in just minutes. 

For easy reference- may we suggest you attach a copy of your sales slip/receipt to this page, along with 
the following information that is located on the manufacturers nameplete located on the rear panel of the 
unit. 

Model Number; 



Serial Number 



Dale of Purchase 



Dealer s Narre and Address 



This information will be required if your unit requires servicing and/or for general inquiries. To contact i 
customer service representative, call 



1-888 8SOLEUS 
76-5387 



Keep those instructions for future references 
This symbol denotes a caution or warning 



IMPORTANT SAFETY INSTRUCTIONS 



NOTE: The WARNING Instructions issued in Ihis manual are not meant to cover all possible conditions 
and situations that may occur, it must be understood thai common sense, caution and carefulness are 
(actors thai cannot be built into ail dehumidifiers The person(s) installing, maintaining, or operating, tie 
dehumtdiUer must supply these factors. Fal ure to install maintain, and/or operate the equipment 
according to the manufacturers instructions may result in conditions which can produce bodily injury 
and/or properly damage. Contact your dealer, service agent or the manufacturer about any problems or 
conditions you do not fully understand. 

FOR YOUR SAFETY - To reduce the risk of fire or explosion, do not store or use gasoline or other 
flammable vapors or liquids in the vicinfly of this dehurmdlfier, 

ELECTRICAL SERVICE INFORMATION - To reduce the risk of fire, electric shock or personal injury, all 
vnnng and grounding must conform to the latest edition of Local and National Electrical Codes it is me 
customer s responsibility to have the wring and fuses checked by a qualified electrician to make sure 
adequate electrical power is available* 

GROUNDING INSTRUCTIONS - Improper connection or the equipment-grounding conductor can result 
m a nsk of electrical shock. Check with a qualified electrician or servicemen if you are in doubt as to 
whether your appliance outlets arc property grounded 

This dehumidifier must be grounded In the event of a malfunction or breakdown, grounding will reduce 
the risk of electrical shock by providing a path of least res stance for electrical current. This dehumidifier 
is equipped with a cord having an equipment-grounding conductor and 3 prong grounding plug. The pug 
must be connected into an outlet that is properly installed and grounded in the accordance with all local 
codes and ordinances. 

Do not modify the plug provided with the dehumWilier If it win no fit the outlet, nave a proper outlet 
installed by a qualified electrician. 

If the household electrical supply dees not meet specifications, or if you are not sure your home has an 
effective ground, have a qualified electrician or your local electrical utility company check it and correa 
any problems. 



All wiring must comply with local and national electrical codes and be installed by a 
qualified electrician If you have any questions regarding the tallowing instructions 
contact a qualified electrician. 

Check available power supply and resolve any wiring problems BEFORE installation 
and operation of mis unit. 

For your safety ard protection Ihis unit is grounded through the power cord plug 
when plugged into a matching wail outlet. If you are not sure whether \£e wall outlets 
in your home are properly grounded, pease consult a qualified electrician DO NOT 
USE PLUG ADAPTERS OR EXTENSION CORDS. 

The manufactures nameptatc :s located on the rear technical data specific to this unit. 
To avoid the possibility of personal injury always disconnect the power supply to the 
unit, before installing and/ or servicing 



NOTE Specifications are subject to change without notice for further improvements 



FEATURES 



• Powerful dehumidifying capability 

Taking advantage of refrigeration principle, the 

dehumidlfier powerfully removes partial moisture from 

the air to drop the humidity of the roam and keep :he / 

irxJoo* air dry and comfortable * 






* Excellent laundry drying function 

The dehumldirier dries clothing quickly This can 
prevent laundry and furniture from becoming damp 
and musty during the rainy season 


, - 


• Air purilying function 

Using the air filter device, the dehumidifier can filter 

impurities and dust from the air and keep indoor air 

rresh and pleasing, - — 1 




• Silent operation 

When the dehumidlfier operates in quiet mode. the 

degree of noise is so low that it Keeps your room m 




silent. 




• Large capacity drainage tank 

The drainage tank has a maximum capacity of 6 liters. 
This will reduce the times that you discard the water. 




* Environmentally Healthy 

The dehumidlfier uses the no CFC refrigerant for 
protecting Ihe environment and to reduce pollution 




• Compact mobile design 

The structure of the dehumidlfier is compact and 
lightweight. The casteis at the bottom of Ihe unit 
make it easily moved from room to room or up and 
down stairs. 




• Saving energy 

The unit has a low amount of power consumption. 





SPECIFICATIONS 



fvioaei 


CFM25 


CFM40 


Power Supply 


11 0/1 20V, 60Hz 


Capacity 


12 liters/day 


20 liters/day 


Power Consumplion 


200W 


360W 


Tank Capacity 


6 liters (automatic shutdown at about 5 5 liters) 


Weight 


27.5lbs 


30.8lbs 


Dimension(HxWxD) 


1 l 9.S , Xl l 3'x10.3" 



• The deh jmldification capacity is Ihe value obtained after the dehumidifier has oeen continuously 
running room temperature ol 86*F with the relative humtdrty of 80%. 

• The amount of dchumklification is the amount per day (24 hours,) 

• If specifications are changed without not ce for further improvement, there is data on the nameplate of 
the unit 

• The operational temperature is in tho range of 40*F to 91°F. If the room temperature is beyond the 
range. Ihe unit will not operate normally 



Notes for safe operation 

When using Ihe unit, please observe the following safety precautions: 

1 When the unit works in Laundry mode, keep it an appropriate distance away from the clothing, 
and prevent water from dropping onto it, 

2 Unplug the power supply cord Before cleaning or storage 

3 Do rot wash the unit with water or put the unit close to water 

4 Do rot set the unit close to heat-generating devices or near flammable and dangerous articles. 

5 Never put your fingers or objects into the intake or discharge ports 

6 Do not sit or stand on ihe unit. 

7 Discard water that has coiletf ed in the lank as required. 

8. Do not pace the dehumidifier in a closed area such as inside dosets. or it may cause a fire 
9 Do not use the unit near special purposes such as edible items, otiects ol art or scientific 
materials are stored. 

10. Install drain piping in a down hi I grade to mafce sure that condensed water can be drained 
continuously. 

11. If tho supply cord is damaged it must be replaced by the manufacture or its service agent. 



STRUCTURE OF DEHUMIDIFIER 



Front Panel 




OPERATION INSTRUCTIONS 



Operation Panel 




Indicator Lamp 

. t> Tank full indicator lamp 

it will light up vitienlhe drainage tank is full or positioned incorrectly. Empty the water out of the drainage 

tan, and make sure the tank is positioned property 
• Power indicator lamp 

It will light up wfien the unit is plugged in* 



• "CP. bi: Mode indicator lamp 

When each lamp is respectively lighted il indicates that operation is in DEHUMID1FY, LAUNDRY, or QUIET 



• 50%. 60%, 70%: Humidity indicator lamp 

When each lamp is respectively lighted il indicates that tie current setting oi numidity is 50%. 60%. or 70%, 

• CON* Continuous dehumidifier indicator lamp 

When CON lamp is lighted* rt indicates that the operation is in CONTINUOUS mode 



Switch Function 



Each limo the switch is pressed, the operation mode changes in the order of DEHUMIDIFY. LAUNDRY, 
and QUIET funciioft 



Press the switch to set the humidity of the room, wtiich can De set in the order of: 50%, 60%. 70%. and 
continuous When the relative humidity of the room is lowerthan your setting humidity, the operation will 
stop automatically 

After the operation has been started, Ihe default operation mode is the continuous mode. :he operation will 
continue until the unrt has slopped or automatically stopped because the drainage tank is full 



mode 




1 / 0 switch 

Press the switch once to stsri operation, press it aga=n to stop operawn 
O switch 



• (jjj switch 



OPERATION 



1. Plug the power supply plug into the outlet and press the 1 / 0 switch 

• Afler Te powei supply plug is plugged into Ihe oullcl ft lamp will be lighted. 



2. Open the louver by hand 

• Before operation runs, please chock and make sure the louver has been opened, or it will result 
in the temperature of the unit being :oo hign and may cause accidents. 

• Set to the preferred angle (choose from 6 different levels, wften the indoor temperature is above 
9rF, set the preference angle to the maximum level) 

3. Switch operation modes 

• Press the 1 1 0 switch. Ihe unit will operate in CONTINUOUS mode automatically or pressing the 
ff|l switch will allow manual choosing of humidity between 50%. 60%. or 70% 

- DEHUMIDIFY H LAUNDRY and QUIET mode: Press Q switch to tfiecfiosenfunciton 

• When the indoor temperature is below 59 fc F or above 95*F. the protection device <s actuated, the 
unit can only operate In LAUNDRY mode and the ^ switch is ineffective. 

4. Stop Operation 

■ When the 1 / 0 switch is pressed while the unit is running 
o Dehumidifying stops 

o Never stop the unit by unplugging the power suppfy cord 



When the drainage tank is full 

The^ lamp will light up to alert the user. The operation stops automatically. Empty the water from 
the drainage tank and discard it. 



DRAINING THE WATER 



Drainage Steps 



1 Remove the drainage tank. Lightly press on the sides of 
the tank with both hands and pull out gently 




2. Take hold of Ihe handle, and then remove the tank 




3 Discard the water 




NOTE; 

1 * Do not remove Ihe bubble pocking from the float on :^e unit. The float on the unit will no longer be able 
to detect it without the bubWe packing when the water level is full, and water may leak from the water tank 
onto household furniture. This can cause electrical shock andfor short circuits (see Rg. 1) 

2, If :re drainage lank is dirty wash it with cold or lukewarm water Do not use detergent, scouring pads, 
chemically treated dust cloths, gasoline, berzene thinner, or other solvents to clean it. as these can 
scratch and damage the lank and cause water leakage 

3, When placing back the drainage lank, press Ihe tank fiimly into place with both harnJs If the tank ts 
no; positioned properly, the "Tank Full* sensor will be activated, and the dehumklifier will not operate. 
Check to make sure the guards are firmly attached to Ihe tank. If they are rwl h the drainage tank will be 
harder to remove, (see Fig, 2) 

4, It tre drainage tank is removed while the unit Is in operation, or immediately alter operation has 
stepped, water which is still in the cooling unit may drip out on the base plate Wait at least 30 minutes 
before removing the drainage tank (if water has dripped, wipe it up ) (see Fig. 3) 




FiQ-3 



Continuous drainage of water 

The unit has a continuous drainage port. Lteing o commercial hose (wrth an inner diameter of 1 5 mm), the 
water in the drainage tank can be continuously drained out of the continuous port of the unit When 
setting up the equipment for continuous drainage, always stop operation first and unplug the power 
supply plug. 

1 . Disconnect the drainage tank and open tne continuous drainage port Use nippers or s similar tool to 
cul away the continuous drainage port in the side of the main unit (see Fig 4) 

2> Push Ihe hose into the continuous drainage port Pass a commercial hose through the continuous 
drainage port, and press it firmly into the drainage port in the main unit, make sure water does not leak 
The level height of drain piping should always be less than the one of the drainage port Dram piping 
should always be not plugged up so the condensed water can be drained oul successfully, (see Fig. 5) 



3 Return the drainage tank to its original position. Check the hose periodically to make sure it is still 
connected and has not been obstructed, (see Fig, 6) 




Wake sure at least some place is provided around it 
when the unrt is operating. 




m tun r 



itntir 



A1 l*M6" 



1 , it the floor is made of a material thai scratches easily, or it the floor is uneven, lift up me unit and 
move it Avoid rolling the unit on casters if the floor has shaggy carpeting This can damage trie 
surface ot the carpet. 

2. Tilt it within range of 20 to 30 degrees, as a iule( if you tip ft too far, you may scratch tne floor, or 
water may leak.) 

3 8e careful that the power supply cord doesnl get pinched under the unit. 



MAINTENANCE 



Wipe it with a soft cloth 



Caring for the dshumldifier 



• Clean the main unit 




Gasoline benzene, thinners, scounng powder chemically treated dust cloths, and detergents may 
damage the main unit and should not be used. 



♦ Clean the air filter 

The air finer should be cleaned approximately once every two weeks 
1* Remove the air filter 

Press downward on the taDs on the air tiller to remove it. (see Fig. 7) 

2. Clean the air fitter 

Run a vacuum cleaner lightly over the surface of the air filler to remove dirt If the air fitter is very dirly H 
wash il with warm walcr and a neutral cleaning solvent and dry it thoroughly, (see Fkj 8} 

3. Attach the air filter 

Insert the lower labs of the air filter into the main unit and press the air filter unlit you hear the tabs click 
into place, (see Fig. 9) 



Storing the dehumidifier 

When the unit is not being used for a long period of time 

1 , Fold up the power supply cord and secure it to the holder. 

2 Discard any water left in the drainage tank and wipe away any remaining drops with a cloth 

3 Clean the air filter 
4. Store the unit. 

Package the unit to keep it free of dusl, and keep it upstanding and store it at a cool and dry place 




Fig. 7 



Fig. 6 



Fig 9 



TROUBLESHOOTING 

If a condition listed below occurs, please check the flowing items to help you to 
save your time and cost 



Problem 


Possible Cause 


Solution 


The unit Goes rot operate 


Has the power supply cord been 
disconnected? 


Plug the power supply cord into 
the outlet. 


»— » 

Is the °^ lamp Winking? (The 
tank is full or In a wrong position.) 


Discard the water In the drainage 
tank and ihen reposition the tank. 


Is the temperature of the room 
above 95*Forbetow »*F? 


The protection device is actuated 
and the unit can not be started in 
case operate Is under a bad 
environment 


The dehumidlfying function does 
nol work 


Is the air filter clogged? 


Clean the air filter as insinjcted 
under 'Caring for the 
deftumidilier". 


Is the intake port or discharge 

m* mm mm "w mm- m m m m'mmw — r r r m mm - mm "w "w -^^r v -^v 

port obshujlod? 


Remove whatever is obstructing 

mr mi mmr v h mm - mm - m m — — mmw m mm - mr mmr — m mmr mm mi mr* i- m ■ ■ mm ■ - r mmM 

the discharge port or intake port 




is ine air imer cipggec f 


Clean the air filter as instructed 
unuer coring lorine 
dehumidifier 


Operalion is noisy 


Has tne unit been poorly installed 
so it is tilted or unsteady? 


Use the unit in a stable sturdy 
location 

Prompt Put a cushion under the 
unit and help to reduce operation 
noise 


Is :he air filter clogged 


Clean the air filter as instructed 
under Xarlng for tne 
dehumidifier* 



